Intake Report 


Madison County Detention Center 

2935 Highway 51 South 
Canton, MS 39046 
Sheriff Randall Tucker 


—Person- 

Name: CRYSTAL DOMINIQUE WILSON 

DOB: 09/09/1988 AGE: 030 


—Description 
HGT: 502 
RACE: BLACK 
HAIR: BLACK 
FHAIR: NOT APPL 


WGT: 168 
SEX:L 

EYE: BLACK 
COMPL: MEDIUM B 


—Intake / Booking- 

OFF DATE: 00/00/0000 - Case#: OTHER 
INTAKE DATE: 06/19/2019 TIME: 00:55 
INTAKE #: BK00000777I9 - 001 
ARRESTING AGENCY: MADISON PD 



—Bond Information- 

WRITTEN BOND: $ .00 
CASH BOND: $ .00 


DESCRIPTION 

WHICH COURT 

BOND AMT 

Loreign Warrant;Lugitive;Holdi 

MADISON 



http://nnydcstraining.eom/agencyinfo/MS/4360/inmate/ICUD0385.HTM 
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